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SUBJECT: UK DIGITAL CIRCUIT TEST SYSTEM TO USSR - IE 

1355 

REF: COCOM DOC (75)1589 

OBJECT. EQUIPMENT IS A FAST AUTOMATED UNIT WHICH IS 
CAPABLE OP TESTING PC BOARDS, HYBRID CIRCUITS AND COMPLEX 
ICS. US TECHNICIANS CONSIDER IT TO BE MORE OF A 
PRODUCTION UNIT THAN A LABORATORY/RESEARCH TEST DEVICE. 

IT WOULD BE USEPUL IN MANUFACTURE AND TESTING OF BOARDS 

AND CIRCUITS FOR USE IN STRATEGIC EQUIPMENT. AMONG 

OTHER THINGS, IT COULD BE USED FOR COMPLETE AND RAPID 

DESIGN, PRODUCTION OR MAINTENANCE TESTING OF DIGITAL 

COMPUTER CIRCUIT BOARDS AND OF COMPUTERS SINCE MANY 

COMPUTERS ARE PABRICATED ON ONE OR SEVERAL SUCH BOARDS. KISSINGER 
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